AMENDMENT NO. 1 DECEMBER 2013 
TO 
IS 11006 : 2011 FLASH BACK ARRESTOR (FLAME 
ARRESTOR) — SPECIFICATION 


(Page 1, clause 1) — Substitute the following for the existing clause: 
‘1 SCOPE 


This standard covers flash back arrestors for use in gas delivery pipe lines, 
acetylene generators and welding and cutting systems.’ 
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